AMENDMENT NO. 1 MAY 2003 


IS 13057 : 1991 POTASSIUM IODATE 
( Foreword, para 2) — Substitute the following for the existing: 
‘Potassium iodate is used in iodometry and medicines.’ 
( Foreword, para 3 ) — Substitute the following for the existing: 


‘In this standard two grades of potassium iodate, namely, analytical and technical 
grades have been covered. Food grade potassium iodate is beyond the scope of 
the standard.’ 


( Page |, clause 1) — Insert the following at the end of the sentence: 
‘other than Food grade’. 


( Page 1, clause 2) — Delete ‘2088 : 1983 Methods for determination of 
arsenic (second revision)’. 


( Page 1, clause 3, line 1) — Substitute ‘ two’ for ‘three’. 

[ Page 1, clause 3(b)] — Delete and renumber the subsequent SI No. 

( Pagel, Table 1, col 4.) — Delete. 

[ Page 1, Table 1, SI No. (xiii) ] — Delete and renumber the subsequent SI No. 

( Page 3, clause A-6.2.2, informal table ) — Delete ‘FD’ and ‘0.5’. 

( Page 3, clause A-7.2, last sentence ) — Substitute the following for the 
existing: 
‘Use 0.4 g of the material for testing technical grade of potassium iodate’. 


( Page 6, clause A-14 ) — Delete and renumber the subsequent clause. 
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